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LIMITED OFFICIAL USE GABORONE 0162 

E.O. 11652: N/A (DECONTROL UPON RECEIPT) 

TAGS: PGOV BC 

SUBJ: HOSPITAL DISCHARGE OF PRESIDENT KHAMA 

REE: GABORONE 0149 

1. IAN 24 DAILY NEWS CARRIES ANNOUNCEMENT FROM OFFICE OF THE 
PRESIDENT THAT PRESIDENT KHAMA'S DOCTORS WERE VERY SATISFIED 
WITH HIS CONDITION AND THAT HE WOULD BE DISCHARGED FROM THE 
HOSPITAL IAN 24 OR 25. 

2. AS REPORTED REFTEL, THE PRESIDENT WAS HOSPITALIZED EOR A 
CHECKUP AT THE SCOTTISH LIVINGSTONE HOSPITAL IN MOLEPOLOLE. 
CABINET SECRETARY STEENKAMP CONFIRMED TO THE EMBOEF THAT THE 
CHECKUP WAS "ROUTINE". 
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